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to the employees of cartage contractors and others who
occasion to visit the premises to supervise the removal of goods,
A heavy risk arises out of the use of cranes, but most of these
must be periodically inspected by skilled engineers in order to
satisfy statutory requirements and cover ft* dealt with in the
engineering department.

Almost invariably, risks connected with foul berthing of
vessels are excluded, since experience has shown that heavy
claims may be made on account of damage to ships' bottoms
if the river upon which the wharf is situated is tidal, for ships
may settle upon an uneven kcd when the tide goes down,
Marine underwriters, on receipt of a claim for such damage to
a vessel, almost invariably seek to pass the liability for repair
to the owners of the wharf who may have been responsible for
the damage to the vessel because of the provision of an uneven
bed upon which the vessel has rested.

Premiums for wharves are usually charged at a fixed rate per
wharf, since the wages basis is frequently impracticable because
of the employment of stevedores by persons not necessarily con*
nectsed with the direct management of the wharf.